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Masurkar (2020) (reference 21) was not cited in the article. The citation has now been inserted in the section Introduction, 4th paragraph and should read:
“Both the robotic eTEP and transabdominal retromuscular (TARM) [21] techniques allow access to the retrorectus space, enabling a minimally invasive alternative of the Rives-Stoppa repair. However, each method offers unique advantages and potential risks, emphasizing the need for direct comparison of their outcomes”.
The original version of this article has been updated.
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